To:  Christner,  Jan[Jan. Christner@WestonSolutions.com] 

From:  Way,  Steven 

Sent:  Sun  8/9/201 5 1 1 :53:47  PM 

Subject:  RE:  Red  and  Bonita  Water  Treatment  Description  and  Discharge  Results 


See  my  changes  made  on  the  document  that  I attached  to  the  Region  6 Branch  Chf  - Ronnie  - 
minor  but  also  included  statement  that  we  are  reducing  dissolved  metals  at  the  R n B.  It  might 

be  better  to  use  that  one. 


Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 


US  EPA  - Region  8 


1595  Wynkoop  Street 
Denver,  CO  80202 


Office:  303-312-6723 


From:  Christner,  Jan  [mailto:Jan.Christner@WestonSolutions.com] 

Sent:  Sunday,  August  09,  2015  5:18  PM 
To:  Way,  Steven 

Subject:  Red  and  Bonita  Water  Treatment  Description  and  Discharge  Results 


Steve, 


I posted  this  to  the  Red  and  Bonita  site  but  didn’t  have  access  to  the  Gold  King  response  site. 


Let  me  know  if  you  want  additional  changes. 


1786999 


ED  000552B  00069648-00001 


Elliott  is  confident  in  Megan’s  ability  to  do  the  flow  measurements.  He  showed  her  the 
measurement  location  and  shared  the  spreadsheet.  More  later  if  you  have  questions. 


Jan 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 


1786999 


ED  000552B  00069648-00002 


